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CHANGES IN PARTS 
BULLETINS - MODEL 15 PRINTER 


1037, Issue 4, Page 34 
1094, Issue 2, Page 22 
11U,, Issue 1, Page 28 


The 92227 Line Relay Filter Assembly has been superseded by a 
114,965 Assembly. 


82474 TERMINAL: (92748 SCREW 


192309 RESISTOR, FIXED 
= 400 OHMS 
[75750 WASHER, BAKELITE 


95937 CAPACITOR, FIXED— 
(2/100 wr.) 


111303 CONTAINER 


87993 SCREW 
2191 WASHER, LOCK, 


(95938 CAPACITR, 
FIXED (1/10 MF.) 


7y6L, RESISTOR, FIXED 
(2000-600 crMs ) 


114967 BRACKET 


114965 LINE RELAY FILTER (ASS. ) 


Printed in U.S.A. 


